ENGINEERING CHANGE NOTICE 
DART AEROSPACE LTD 


17.03.21 


Product No.: D500-572-011/-021 Created By: Yi. [Approved By: M| 
Product Name: Bearpaw Installations Checked By: CYR) | 


Initial / 
Date (YY/MM/DD 


Documents Affected: 
Release DSI 9770, D5472 and D5476 Rev. A 


IF APPLICABLE: NCR: PAR: 16-556 CAR: CIR: URF: 
PAPERWORK UPDATE [x] PARTS MUST COMPLY [X] PREVIOUS PARTS SATISFACTORY [_ ] 


Required Documents/Drawings/Item ID's Under Review (URF) 


16 
18 
jpdate “Royalty Paid to” attribute (Parts sold under Dart USA STC's) 


SISIS|S| 819] SISISISISISISIE 


Update CHG# as follows: 

- D500-572-011 now @ CHG 006 
- D500-572-021 now @ CHG 007 
- DSI 9770-011 @ CHG 001 


Create BOMs/Routes/etc. for D5472-1, D5476-1 and DSI 9770-011. 
Revise BOMs/Routes/etc. for D500-572-011/-021 Kits. Update all kits in stock, if any. 


ECN Verified & Complete: 


H:\Forms\Engineering\approved online eng\ECNrevAA.xls 


